ST.  STEPHEN'S  EPISCOPAL  CHURCH 
Fort  Stockton,  Texas 

Oldest  Protestant  church  building  west  of  the  Pecos 
—  first  built  in  Pecos,  Texas,  moved  to  Fort  Stockton 
in  1958  by  Doctor  &  Mrs.  D.  J.  Sibley,  Jr.  Cross  of 
solid  ebony  and  pulpit  originally  built  for  church  in 
Albuquerque.  Building  in  rear  was  original  school  on 
Hat-A-Ranch. 
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